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NARA RG104, Entry 1, Box 118 


[Abstract:] Sends pkge. Silver bul... 674 

Office of U.S. Assayer, 

Charlotte, N.C., 

September 8, 1879 

Hon. A.L. Snowden, Sup. U.S. Mint, Philadelphia, 
Sir: 

I have this day mailed to your address a package of silver bullion etc. (memo. enclosed), 
which please count into C.P. Silver & C.P. Gold with customary deductions for cost of work. We 
are compelled to ask this as we have not the necessary facilities for the work. 

Please return by mail & save expense. 

Respectfully Yours, 

Calvin J. Cowles 

Assayer in chg. 

Recd. 


H.S. Cochran 
Asst. Clerk 


[Noted in margins: ] 


Clerical error in weight of silver plate 8.02 instead of 7.02 as shown by value set opposite. 


[Noted on back:] 


MDC. 
#1245 — 13.67 oz. Gold. 
412 — 41.78 oz. Silver. 


